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1 . EMBOFF MET OCTOBER 14 WITH FIRST NORTH AMERICA 
DIVDIR WATANABE, WHO MADE ON BEHALF OF FOREIGN MINISTRY 
FOLLOWING ORAL PRESENTATION ON REENACTMENT OF HIROSHIMA 
BOMBING: 

2. QTE. ACCORDING TO AP DISPATCH FROM ARLINGTON, TEXAS, 

A MOCK SHOW OF AN ATOMIC BOMB DROP BY A B-29 WAS HELD 
AT AN AIR SHOW THERE OCTOBER 1 1 . WHILE WE ASSUME THE 
AIR SHOW WAS SPONSORED BY A PRIVATE ORGANIZATION, 

THERE ARE REPORTS THAT A TEAM OF US ARMY DEMOLITION 
EXPERTS ALSO PARTICIPATED IN THE SHOW. WE WOULD, 
THEREFORE, LIKE TO REQUEST THAT YOU FIND OUT THE 
NATURE AND PURPOSE OF THE AIR SHOW IN GENERAL AND THE 
MOCK A-BOMB SHOW IN PARTICULAR. IN ANY EVENT, WE HAVE 
TO POINT OUT THAT AN ACT OF THIS PARTICULAR NATURE 
RUNS COUNTER TO AND PROVOKES NATIONAL SENTIMENT IN THIS 
COUNTRY WHERE THE MEMORY OF HUMAN SUFFERING BY 
ATOMIC BOMBING IN HIROSHIMA AND NAGASAKI STILT. 

PAINFULLY PERSISTS . UNQTE 
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3. ACTING ON DEPARTMENT S TIMELY GUIDANCE EMBOFF PRESENTED 
WATANABE WITH FACTS OUTLINED 

REFTEL, STRESSED POINTS OUTLINED IN PARA 4, AND 

EXPRESSED DEEP REGRETS FOR ANY OFFENSE TO 

JAPANESE SENSIBILITIES. HE EXPLAINED THAT 

DEPARTMENT OFFICERS HAD ARRANGED TO MEET DEPUTY 

DIRECTOR OF CONFEDERATE AIR FORCE AND OUTLINED MEDIA RESPONSES 

PREPARED BY DEPARTMENT. 

4. WATANABE THANKED EMBOFF FOR PRESENTATION 

AND SAID HE WOULD REPORT IMMEDIATELY TO HIS SUPERIORS 
WHO EXPECT QUESTIONS ON AIR SHOW TO ARISE IN 
DIET TODAY. HE EXPRESSED PRIVATE VIEW THAT LETTER 
FROM ORGANIZERS OF AIR SHOW EXPRESSING REGRET 
WOULD HELP CALM FEELINGS IN JAPAN UPSET BY INCIDENT. 

EMBOFF PROMISED TO RELAY WATANABE'S SUGGESTION. 

HODGSON 
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